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CONFIDENTIAL KINSHASA 3208 

E.O. 11652: GDS 12/31/81 

TAGS: ASEC; ABLD 

SUBJECT: EMERGENCY GENERATORS 

REF: (A) KINSHASA A- 146, JULY 1975 

1. REF(A) FIELD BUDGET ESTIMATE FOR FY 1976-1977 
REQUESTED $85,000 FOR PURCHASE AND INSTALLATION OF 
TWO 250KW EMERGENCY GENERATORS. AFTER RE-EVALUATION 
OF POST'S CURRENT/FUTURE REQUIREMENTS, IT IS OPINED, 
REQUIREMENTS CAN BE REDUCED TO ONE 150KW TO SUPPLEMENT 
THE EMBASSY'S EMERGENCY POWER AND ONE 50KW TO REPLACE 
THE DECLINING GENERATOR AT THE AMBASSADOR'S RESIDENCE. 

2. MISSION URGES THAT FUNDING FOR THIS VITAL EQUIPMENT 
BE MADE AVAILABLE THIS FISCAL YEAR. CUTLER 
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